Installation 
Weight 
LONGITUDINAL 
LATERAL 
Arm 
Moment 
Arm 
Moment 


D119-646-313 
SKIDTUBE PROTECTOR, LH 
4.3 lb 
1.95 kg 
108.1 in 
4.3 m 
465 in-lb 
8.4 kg-m 
-43.4 in 
1.7 m 
-187 in-lb 
-3.3 kg-m 


D119-646-314 
SKIDTUBE PROTECTOR, RH 
4.3 lb 
1.95 kg 
108.1 in 
4.30 m 
465 in-lb 
8.4 kg-m 
43.4 in 
1.7 m 
187 in-lb 
3.3 kg-m 


Qty. 
-313 
Qty. 
-314 
PART NUMBER 
DESCRIPTION 


X 
D119-646-313 
SKIDTUBE PROTECTOR, LH 
X 
D119-646-314 
SKIDTUBE PROTECTOR, RH 


6 
6 
D3904-1 
WASHER 
6 
6 
D4506-3 
WASHER 
1 
D5369-1 
CABLE GUARD, LH 
1 
D5369-2 
CABLE GUARD, RH 
1 
D5371-1 
HOOK, LH 
1 
D5371-2 
HOOK, RH 
1 
1 
D5372-1 
PLUG 
6 
6 
D5374-1 
BUSHING 
8 
8 
D5374-3 
BUSHING 
1 
1 
D5376-1 
DRILLING JIG 
4 
4 
AN3-45A 
BOLT 
6 
6 
AN3-47A 
BOLT 
6 
6 
AN3-50A 
BOLT 
14 
14 
NAS1149D0332J 
WASHER 
10 
10 
MS21042L3 
NUT 


4.0 PARTS LIST: 


5.0 WEIGHT AND BALANCE 


The following weight and balance changes are applicable: 
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